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Message Text 

UNCLASSIFIED 

PAGE 01 DACCA 01799 070359Z 
ACTION OC-06 

INFO OCT-01 NEA-10 ISO-OO CCO-OO AID-05 USIA-15 /037 W 

07061 1Z 094801/15 

R061024Z APR 77 
FM AMEMBASSY DACCA 
TO SECSTATE WASHDC 4142 
INFO AMCONSUL KARACHI 
AMEMBASSY NEW DELHI 

UNCLAS DACCA 1799 

DEPT FOR OC/PE/PT; KARACHI FOR RCO; NEW DELHI FOR CEO-T 

E.O. 11652 : N/A 
TAGS : ACOM, ETEL 

SUBJECT : STANDBY BATTERY POWER UNIT FOR EMBASSY EPABX 
REF : (A) STATE 36815 (NOTAL): (B) NEW DELHI 4568 (NOTAL) 

1 . USAID DACCA PREFERS TO KEEP PROPOSAL 76-90-182, REF B PARA 
TWO, UNDER ADVISEMENT FOR TIME BEING. WILL CABLE DEPARTMENT 
IF AND WHEN FUNDS MADE AVAILABLE TO PURCHASE EPABX STANDBY 
POWER UNIT FOR USAID. 

2. REF A PARA ONE ADVISED THAT ETA STATE OF PROPOSAL 76-90-183, 
STANDBY POWER BATTERY FOR EMBASSY EPABX, WAS EXPECTED TO BE 
MID-MARCH AND WOULD BE FORWARDED SOONEST. PLEASE ADVISE STA- 
TUS OF THIS SHIPMENT. 

3. WOULD APPRECIATE VISIT CEO-T DWCKHAUS TO ASSIST INSTALLING 
STANDBY BATTERY POWER UNIT WHEN IT ARRIVES, AND FOR CONSUL- 
TATION ON OTHER TELEPHONE MATTERS REGARDING EMB/USAID/USIS 
PHONE FACILITIES. 

4. DEPARTMENT SHOULD INFO ALL ADDRESSEES ON FUTURE TELEGRAMS 
PERTAINING SUBJECT ABOVE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 DACCA 01799 070359Z 


5. FOR CEO-T BACKHAUS: REF B TIE LINE USAID TO EMBASSY STILL 
INOPERABLE. 1) CHECKED 36 VOLT LINE BATTERY FUSE ON TIE LINE 
SUB RACK - OK; 2) SWAPPED TRK ALLOT TIE TRUNK RACK WITH ALT.O- 
TER ON SHELF D. 7. - STILL NO GO; 3) REPLACED LAMPS ON TRK 
ALLOT BOARD (316308(2)122) - TIE LINE WORKED REST OF DAY BUT 
WENT OUT AGAIN NEXT MORNING; 4) REPLACED 316308(2)122 BOARD 
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WITH SPARE - NO GO. NOTICED THAT USAID EPABX CONTAINS TWO 
DIFFERENT TRK ALLOTERS WITH DIFFERENT CONFIGURATIONS AND DIF- 
FERENT CONNECTORS. D. 7. TRK ALLOT, 316308(1)122 (730514), 

HAS ONE MEDIUM CONNECTOR TOWARDS TOP OF BOARD; TRK ALLOT IN 
TIE LINE BACK CONTAINS TWO, ONE SMALL CONNECTOR AT BOTTOM AND 
A MEDIUM ONE TOWARDS TOP OF BOARD. ARE THESE BOARDS INTER- 
CHANGEABLE? LINE COMPLETELY UNRESPONSIVE WHEN 7 DIALED FROM 
AID - NO BUSY, NO DIAL TONE. OPEN FOR SUGGESTIONS. 

6. UNAVAILABILITY OF TIE LINE USAID/EMB IS PROBLEM OF ONLY MINOR 
INCONVENIENCE. WILL CONTINUE ATTEMPTING CORRECT MYSELY UNTIL 
YOUR ASSISTANCE IS MADE AVAILABLE RE PACS THREE ABOVE. 

MASTERS 
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